SSPC 62.1 Meeting Agenda 

September 8-10, 2000 
Atlanta, Georgia 


Friday. Sentember 8.2000 


MAIN COMMITTEE: 


9:00 AM 

Introductions 

Approval of Agenda 

Approval of Minutes from Atlanta, April 2000 

Approval of Minutes from Minneapolis, June 2000 (Attachment #1) 

9:15 AM 

Report from Chair 

Addenda status 

Status of interpretations 

Standards committee activities 
Research ideas 

(Attachment #2) 
(Attachment #3) 

8:30 AM 

Report from Vice-Chair 

Roster changes; introductions of new members 

9:40 AM 

Report from SPLS Liaison 


9:50 AM 

Report from Staff 


10:00 AM 

TC Liaison Reports 

Scott Hanson, TC 2.3 

Max Sherman, TC 4.3 

Leon Shapiro, TC 5.7 

Kevin Barrett, TC 9.4 

Elia Sterling, TC 9.9 

Larry Holcomb, TC 2.4 

Bede Wellford, TC 5.5 

Phil Trafton, TC 9.1 

Lou Kelter, TC 9.8 

Carl Lawson, TC 9.10 

10:30 AM 

Presentation on ASHRAE standards development procedures and status of revision 
of Standard 62, Andy Persily 

NOON 

RECESS FOR LUNCH (on your own) 


1:00 PM 

Subcommittee status reports; on-going activities and plans for this meeting 

2:00 PM 

Public comment session. 


3:00 PM 

Title, purpose and scope. 


4:00 PM 

Status of appendices. 

Revision of Appendix C 

(Attachment # 4 ) 

5:00 PM 

RECESS 





PM3006449976 


Source: https://www.industrydocuments.ucsf.edu/docs/hhjj0001 



Saturday. September 9.2000 

Subcommittee Meetings All Day 

■ Sources, Source Control, and Ventilation Rates (Conference Room A/B, 1st Floor) 

■ Ventilation Systems and Equipment (Communications Conference Room, 2nd Floor) 

■ Start-up, Construction, and O&M (Technology Conference Room, 2nd Floor) 

Noon Lunch (provided by ASHRAE) 


Sunday. September 10. 2000 
MAIN COMMITTEE: 


8:00 AM 'Introductions 
8:10 PM Report fi-ora Chair 

8:30 AM Sources, Source Control, and Ventilation Rates Subcommittee Report 


Status of responses to comments on 62b 
Status of addendum 7E following TC review 
Responses to public review comments on 62x 

10:00 AM Start-up, Construction, and O&M Subcommittee Report 
Status of responses to comments on 62k 

11:00 AM Ventilation Systems and Equipment Subcommittee Report 
Responses to public review comments on 62h 


(Attachment #5) 
(Attachment #6) 
(Attachment #7) 


(Attachment #8) 


1 PM 


ADJOURN 


Res 


Co 


PM3006449977 


Source: https://www.industrydocuments.ucsf.edu/docs/hhjj0001 



